20      DOCKETED ITEMS

-9203110336 Partially withheld Itr informing of NRC findings re recipient allegation on
supervisory harassment involving work on loose parts monitoring sys at facility.
MCCABE.E.C.  Region 1  (Post 820201). 89/05/11. Affiliation Not Assigned. 2pp.
60920:113-60920:114.

-9203110410 Ack receipt of encl Itr & forwarded as document requested in that Itr sent
to Region I attached to memo re allegation RI-89-A65.

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/07/06. NRC - No Detailed
Affiliation Given. 2pp. 60920:231-60920:232.

~9203110411 Partially withheld Itr re anonymous Itr sent to NRC which claims unstable
conditions existed in employee at plant.

* Affiliation Not Assigned. 89/05/24. SHEDLOSKY.J.T. NRC - No Detailed Affiliation
Given. 1p. 60920:233-60920:233.

-9203110415 Partially withheld Itr re 890502 anonymous allegation by female caller
who questioned job suitability of named individual because person received treatment
at psychiatric institution.

SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/06/23, NRC - No Detailed
Affiliation Given. 3pp. 60920:234-60920:236.

-9203110418 Partially withheld memo re Allegation RI-89-A65.
SHEDLOSKY.J.T. NRC - No Detailed Affiliation Given. 89/06/29. NRC - No Detailed
Affiliation Given. 1 p. 60920:237-60920:237.

-9203110420 Partially withheld Itr ack telcon request to NRC senior resident inspector
for original of recent allegation made on recipient fitness for employment at plant &
recipient 890629 follow up Itr.

MCCABE.E.C. Region 1 (Post 820201). 89/07/12. Affiliation Not Assigned. 1p.
60920:240-60920:240.

-9203110423 Partially withheld Itr informing of NRC insp of allegation RI-89-A-0065 re
fitness for duty.Author unable to directly releasfe any info associated w/allegation.lnfo
may be releasable through FOIA process.

HAVERKAMP.D.R. Region 1 (Post 820201). 89/12/20. Affiliation Not Assigned. 6pp.
60920:241-60920:251.

9203030260 Corrected Itr forwarding environ assessment & finding of no significant
impact re 910830 application for amend.Amend would change TS to reflect plant
mods to auxiliary feedwater automatic initiation sys.

WANG.A. Project Directorate I-4. 92/02/11. OPEKA.J.F. Connecticut Yankee Atomic
Power Co, 2pp. 60793:095-60793:100.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203040120 Application for amends to Licenses DPR-61 .DPR-21.DPR-65 & NPF-49,in-
corporating changes to Section 6 of Administrative Tech Specs.
OPEKA.J.K Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/02/25. Document Control Branch (Doc-
ument Control Desk). 4pp. 60823:003-60823:121.

-9203040123 Proposed Tech Specs Section 6 "Administrative Controls."

* Connecticut Yankee Atomic Power Go. 92/02/25. 200pp. 60823:007-60823:121.

9203110308 Application for amend to license DPR-61 by revising TS 4.7.4.a & 4.7.4.b re
snubber visual insp & acceptance criteria.respectively.per Generic Ltr 90-09.
OPEKA.J.F, Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities.
92/02/28. Document Control Branch (Document Control Desk),  5pp. 60898:271-
60898:282,

-9203110323 Proposed change to TS 4.7.4.a & 4.7.4.b re snubber visual insp & accept-
ance criteria.respectively.

* Connecticut Yankee Atomic Power Co. 92/02/28. 7pp. 60898:276-60898:282.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79. "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Gooldown."

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

920306014? Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station).re reactor vessel structural integrity,! OCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012.

9203110394 Advises that 920131 response to generic Itr 91-11 meets reporting require-
ments set forth in generic Itr.

STOLZ.J.F. Project Directorate I-4. 92/03/06. OPEKA.J.F. Connecticut Yankee Atomic
Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 3pp. 60876:162-60876:164.

9203200210 Forwards addl info to support util view that plant should be categorized in
extremely severe weather group two as part of station blackout rule.NRC staff assign-
ment of group five in initial SER challenged w/Weather Service data.
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities.
92/03/12. MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post
870411). 8pp. 61073:201-61073:208.

9203230222 Advises that responses to SEP Topic III-6, "Seismic Design Consider-
ations" & addl related matl will be submitted by 920630.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/03/17. Document Control
Branch (Document Control Desk). 2pp. 61077:096-61077:097.

9203240259 Provides summary of fuel recovery program efforts during Cycle 16 refuel-
ing outage covering fuel performance.fuel pin insps.fuel assembly reconstitution,failure
characteristics & expectations for Cycle 17.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities.
92/03/17. Document Control Branch (Document Control Desk). 12pp. 61100:014-
61100:025.

9203250142 Forwards addl info on 920225 application for amends to License DPR-
61 .DPR-21.DPR-65 & NPF-49,revising TSs Section 6 re administrative controller
recent telcon.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/18. Document Control Branch (Doc-
ument Control Desk). 2pp. 61099:180-61099:195.

-9203250144 Proposed Tech Specs Section 6 re administrative controls.

* Connecticut Yankee Atomic Power Co. 92/03/18. 14pp. 61099:182-61099:195.

9203300291 Lists recent results from self-initiated pilot program for shift optimization.per
util 871223 Itr.Program developed to promote health awareness & altertness for rotat-
ing shift workers.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear
Energy Co. OPEKA.J.F. Northeast Utilities. 92/03/23. Document Control Branch (Doc-
ument Control Desk). 4pp. 61198:357-61198:360.

9203310201 Forwards summary of SWRI rept on util reexam of pressurizer indications/
flaws during 1991-92 refueling outage.per NRC 900803 request that util perform ultra-
sonic test reexam of pressurizer indications/flaws identified during 1990.
OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities.
92/03/24. Document Control Branch (Document Control Desk). 12pp. 61205:096-
61205:107.

9203310192 Provides info to close out Systematic Evaluation Program Topic VII.1.A re
isolation of reactor protection sys from non-safety sys.

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities.
92/03/26. Document Control Branch (Document Control Desk). 4pp. 61205:123-
61205:126.

Q. Inspection reports, IE Bulletins & correspondence

9203060421 Partial response to FOIA request for documents on allegations re Millstone
& Connecticut Yankee plants.Apps F & G documents encl & also available in
PDR.Portion of App F documents withheld (ref FOIA Exemptions 6 & 7).
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/08/21. GUILD.C. Winston & Strawn. 12pp. 60919:299-60920:260.

-9203060433 Forwards relevant part of insp rept 50-213/89-10 which discusses senior
resident review of licensee investigation of anonymous allegation which questioned in-
dividual fitness for employment.No unacceptable conditions noted.
HAVERKAMP.D.R. Region 1 (Post 820201). 89/11/06. PERKINS.M. NRC - No De-
tailed Affiliation Given. 3pp. 60920:054-60920:061.

9203040001 Ack receipt of 920116 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-213/91-25.

WENZINGER.E.C. Region 1 (Post 820201). 92/02/05. OPEKA.J.F. Connecticut
Yankee Atomic Power Co. 2pp. 60767:001-60767:008.

9202110001 NRC Info Notice 92-013. "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI,C.E.  Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203100089 Forwards insp rept 50-213/92-01 on 920112-0201 & notice of violation.
WENZINGER.E.C.   Region   1   (Post 820201).  92/02/25.  OPEKA.J.F.  Connecticut
Yankee Atomic Power Co. 2pp. 60844:032-60844:056.

-9203100108 Notice of violation from insp on 920112-0201.Violation noted:containment
isolation valve inoperable following design basis accident.

*  Region 1 (Post 820201). 92/02/25. 2pp. 60844:034-60844:035.

-9203100115 Insp rept 50-213/92-01  on 920112-0201.Violations noted.Major areas
inspected:radiological controls.maint.surveiilance, security.licensee self-assessment &
periodic repts.
RULAND.W.H. Region 1 (Post 820201). 92/02/21. 21pp. 60844:036-60844:056.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9203020235 Discusses applicability of corrective actions taken at Haddam Neck to find-

92/02/27.  Document Control Branch (Document Control Desk). 2pp. 60783:194-
60783:195.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203090020 Forwards "Haddam Neck Plant 1991 Refueling Outage Steam Generator
Tube Insp Rept," per Tech Spec 4.4.5.

STETZ.J.P. Connecticut Yankee Atomic Power Co. 92/02/28. Document Control
Branch (Document Control Desk). 1p. 60862:106-60862:138.

-9203090023 "Haddam Neck Plant 1991 Refueling Outage Steam Generator Tube Insp
Rept."

PRITCHARD.R.W,, DELAWRENCE.J.L, GLADDING.C.J. Connecticut Yankee Atomic
Power Co. 92/02/28. 32pp. 60862:107-60862:138.